229 


ADDITIONAL T'TEMS 


FOR EQUIPMENT LIST Y-X 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Filter, Band Suppression, 1KC, 
RYTRON No. BR-116 


Shield, Tube, TSLO3U02 
Shield, Tube, TSLO3U01 
Shield, Tube, TS1LO2U02 
Shield, Tube, TSLO2UOL 


Switch Assembly, SPDT, CUTLER-HAMMER 
No. 8363 


Switch Assembly, SPST, CUTLER-HAMMER 
No. 8819K5 


Switch Assembly, SPDT, J. B. T. 
INSTRUMENT CO. No. sT4eD 


Transformer, Power, Step Down, 
TRIAD No. F-16X 


Transformer, Power, Step Down and 
Step Up, DRESSEN-BARNES No. CS6965 


Transformer, Step Down, -DRESSEN- 
BARNES No. 9802 


Transformer, Step Down, TRIAD No. 
F-22A 


Transformer, Power, Step Up; 


DRESSEN-BARNES No. 8095 


Transformer, Power, Step Up, 
DRESSEN-BARNES No. 7994 


Capacitor, Fixed, Electrolytic, 
30MF, 350 VY, SPRAGUE ELECTRIC 
TVA-1610 


ESTIMATED 


UNIT COST 


$ 75.00 


de 
013 


1.38 


Werke 2 


ESTIMATED 
AMOUNT 


$ 75.00 
GFE 
1h 


13 
GFE 


2.76 
1.74 
1.12 
3.18 
13°95 
14.25 
GFE 
15.45 


10.85 


3.00 
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ag 


, | DPS~ 2#2E 
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aieeratsed 


faire = er 


ITEM 


230 


231 


232 


233 
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30003 


20630 


30606 


55065 


kS5OkS 
5069 
145090 


5064. 


kS5oL4 


45084 


45038 


47323 


ADDITIONAL ITEMS 


FOR EQUIPMENT LIST Y-X 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Capacitor, Fixed, Electrolytic, 
IMF, 30 - 15 PCT, 100 ¥, GENERAL 
ELECTRIC 29F519 


Capacitor, Fixed, Electrolytic, 
4O MF, 50 - 10 PCT, 450 V, MALLORY 
FP-146 


Capacitor, Fixed, Electrolytic, 


IMF, 20 PCT, 75 V, GENERAL ELECTRIC 
29F580 


Capacitor, Fixed, Blectrolytic, 

LMF, 30 - 15 PeT, 150 V, GENERAL 
ELECTRIC 29PF447 

Capacitor, Fixed, Electrolytic, Dual, 
ho - ho MF, 50 - 10 Pov, 475 V, MALLORY 
FP~262 


Capacitor, Fixed, Ceramic, Dielectric, 
LOMMF, 600 V; AEROVOX. CORP. No. BPD-.O01 


Semiconductor Device, Selenium, 
DRESSEN-BARNES D-3879 (#510530) 


Tube, Electron, 5965 
Tube, Electron, 5U4GA/GB 


Tube, Electron, 6BG6G, Receiving, 
JAN MEL~B-1/53A 


‘Tube, Electron, 6AV6, Receiving, 


JAN MIL-E~1/51A 


Tube, Electron, 6V6G, Receiving, 
JAN MIL-B-1/42 


Tube, Electron, 12A4X/7, Receiving, 
JAN MIL-E-1/128B 


Tube, Electron, 5651WA, Receiving, 
JAN MUL-E-1/8254 


Tube, Electron, OA2WA, Voltage Regulator, 


JAN ame /eree 


ESTIMATED 


UNIT COST 


4.50 


9+30 


2.53 


NO. OF 


UNITS 


3 


ESTIMATED 
AMOUNT 


$ 21.75 


GFE 


22.50 


46.50 


GFE 


GFE 
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ITEM 


ak5 


Oh6 


Quy 


248 


alg 


250 


251 


252 


a5 


254 


25) 


256 


Bot 


258 


209 
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ADDITIONAL ITEMS 
FOR EQUIPMENT LIST Y-xX 


DEPOT SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


ESTIMATED 
NOMENCLATURE UNIT COST 


Tube, Electron, 5670, Receiving 
JAN MIL-E-1/5A 


Tube, Electron, 5727/2D21W, Thyratron, 
JAN MIL-E-1/83A 


Tube, Electron, 5814A, Receiving, 
JAN-MIL-E-1/12A 


Tube, Electron, 5725/6AS6W, Receiving, 
JAN MIL-B-1/6C $ 3.80 


Fuse, Cartridge, 250 V, BUSS AGC-l- 
200 Amp «O4 


Fuse, Cartridge, Slo-Blo, 3AG, 10 Amp, 
32 V, LEITTLEFUSE No. 313010 222 


Fuse, Cartridge, Instantaneous, 
3AG, 1/8 Amp, 250 V, LITTLEFUSE 
No. 312.125 Paly> 


Relay, Armature, SPDT, 10,000 ohm, 
POTTER & BRUMFIELD PW5LS-10000 12.00 


Relay, Armature, 3PDT, 115 V, 
POTTER & BRUMFIELD KRP14.A115 7.15 


‘Relay, Thermal, Time Delay, SPDT, 


CURTIS-WRIGHT Type 6.330A 10.00 


Resistor, Fixed, Composition, 200K, 
1 POT, 1W, AEROVOX CORP. CP-1-200K 56 


Resistor, Fixed, Composition, 220K, 
1 PCT, 1W, AEROVOX CORP. CP-1-220K = >x56 


Resistor, Fixed, Composition, 120K, 
1 PCT, 1W, ABROVIX CORP. CP-1-120K | 056 


Resistor, Fixed, Composition, 95K, 
1 PCT, 1W, AEROVOX CORP. CP-1-95K 56 


Resistor, Fixed, Composition, 1.5 Meg., 
1 PCT, 1W, ABROVOX CORP. CP-1/2-1.5M 36 


NO. 
UNITS 


50 


~3- 


oF 


ESTIMATED 


AMOUNT 


GFE 


GFE 


GFE 


$ 11.40 


2.00 


11.00 


6.00 


12.00 


e15 


10.00 


2.80 


2.80 


2.80 


2.80 


1.90 
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ITEM 


260 
261 
262 
263 
264 


265 


266 


267 


268 


269 


270 


271 


e[2 


273 


oTh 
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20598 


20621 


20556 


204.90 


204-70 


2064.9 


10650 


20651 


20645 


20646 


2064-7 


20648 


20514 


ADDITIONAL ITEMS 
FOR EQUIPMENT LIST Y-x 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


ESTIMATED NO. . OF ESTIMATED 


UNIT COST UNITS AMOUNT 
Resistor, Fixed, Composition, 750K, 
1 PCT, 1/2W, ABROVOX CORP. CP-1/2-750K $ 38 5 ¢ 1.90 
Resistor, Fixed, Composition, 3 Meg., 
1 PCT, 1/2W, ABROVOX CORP. CP-1/2-3M 38 5 1.90 
Resistor, Fixed, Composition, 73K, 
1 PCT, 1W, AEROVOX CORP. CP-1-73K 256 5 2.80 
Resistor, Fixed, Composition, 62K, 
1 PCT, 1W, ABROVOX CORP. CP-1-62K 56 5 2.80 
Resistor, Fixed, Composition, 25K, 
1 PCT, 1W, AEROVOX CORP. CP-1-25K 56 5 2.80 
Resistor, Fixed, Composition, 1K, 
1 PCT, 1W, AEBROVOX CORP. CP-1-1K 56 5 2.80 
Resistor, Fixed, Composition, 250K, 
1 PCT, 1W, ABROVOX CORP. CP-1-250K 256 5 2.80 
Resistor, Fixed, Composition, 50K, 
1 PCT, 1W, AEROVOX CORP. CP-1-50K «56 5 2.80 
Resistor, Fixed, Composition, 1 Meg., 
1 PCT, 1W, AEROVOX CORP. CP-1-1M 56 5 2.80 
Resistor, Fixed, Composition, 100K, 
1 PCT, 1W, ABROVOX CORP. .CP-1-100K 256 5 2.80 
Resistor, Fixed, Composition, 80K, 
1 PCT, 1W, AEROVOX CORP. CP-1-80K 256 5 2.80 
Resistor, Fixed, Composition, 500K, 
1 PCT, 1W, AEROVOX CORP. CP-1-500K +56 5 2.80 
Resistor, Fixed, Composition, 150K, 
1 PCT, 1W, AEROVOX CORP. CP-~1-150K «56 5 2.80 
Resistor, Fixed, Composition, 90K, 
1 PCT, 1W, AEROVOX CORP. CP-1-90K 56 5 2.80 
Resistor, Fixed, Composition, 6 Meg., 
1 PCT, 1/2W, ABROVOX CORP. CPL-1/2-6M Yd 5 2.20 

Ds 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010008-6 


ITEM 


275 
276 
277 
278 


279 


280 


281 


282 


283 


284, 


285 


286 


287 
288 
289 
290 
291 


292 
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ADDITIONAL ITEMS 
FOR EQUIPMENT LIST Y-x 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 
Socket, Octal, 8 Pin, TS1O1PO1 
Socket, Miniature, 9 Pin, TS103P01 
Socket, Miniature, 7 Pin, TS1O2POL 


Socket, Octal, 11 Pin, AMPHENOT No. 
77-MIP-11 


‘Counter, Modified per R-W Dwg. No. 
70000849 


Connector, Plug, Electrical (AND 10427), 
MS3106B148-95 


Connector, Plug, Electrical, 3 Wire, 
Polarized, H. HUBBELL, INC. No. 7311 


Connector, Plug, Electrical (AND 10427), 
MS3106B14.8~9P 


Connector, Plug, Electrical (AND 10425), 
MS3106B10SL-38 


Connector, Plug, Electrical (AND 10431), 
MS3108B22-5P 


Connector, Plug, Electrical (AND 10432), 
MS3108B2 -1OP 


Connector, Plug, Electrical (AND 10431), 


MS3108B22-5g 

Knob, Skirted, RAYTHEON No. 70-3-2 
Knob, RAYTHEON No. 70-5-2 

Jack, H. H. SMITH No. 275 

Holder, Lamp, MARCO No. VM30080M 
Cap, Lamp, MARCO No. 6P5 


Capacitor, SPRAGUE No. LOQP1LO4Ok 


ESTIMATED 


UNIT COST 


$ - 36 
ol 


~15 
50.00 
1.27 
157 
1.23 
99 
2020 
3°37 


2.68 


12 


.20 
085 
60 
2h 


NO. OF 


Wd 


-5- 


ESTIMATED 
AMOUNT 


GFE 
$ 1.80 


1.08 


1.70 
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299 


300 


301 


302 


303 


304. 


305 
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ADDITIONAL ITEMS 


62015 


6211) 


61141 


61057 


61138 


61139 


FOR EQUIPMENT LIST Y-X 


DEPOT SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Counter, Modified per R-W Dwg. No. 
70000850 


Counter, Modified, per R-W Dwg. No. 
70000851 


Counter, Modified, per R-W Dwg. No. 
70000852 


Connector, Receptacle, Electrical, 
(AND 10425), MS3102A10SL-3P 


Connector, Receptacle, Electrical, 
(AND 10431),. MS3102A22-5g 


Connector, Receptacle, Electrical, 
(AND 10432), MS3102A24-10s 


Connector, Receptacle, Electrical, 
(AND 10427), MS3102A148-9P 


Connector, Receptacle, Electrical, 
(AND 10431), MS3102A22-5P 


Connector, Receptacle, Electrical, 
(AND 10432), MS3102A24-10P 


Connector, Receptacle, Electrical, 
3 Wire, Polarized, H. HUBBELL, INC. 
No. 7327 


Connector, Receptacle, Electrical, 
(AND 10427), MS31L02A148-98 


Connector, Plug, Electrical, 
(AND 10432), MS3108B24-10¢ 


Connector, Plug, Electrical; 3 Wire, 


Polorized, H. HUBBELL, INC. No. 7313 


ESTIMATED 


UNIT COST 


$ 


50.00 


50.00 


50.00 


OT 


1.58 


3.18 


258 


1.51 


62 


4.30 


2.42 


NO. OF ESTIMATED 

UNITS =_AMOUNT_ 
1 $ 50.00 
1 50.00 
1 50.00 
1 OT 
1 1.58 
1 365 
1 58 
1 Ay TO 
1 2.25 
1 5%: 
I 62 
1 4.30 
Fi 2.40 
-6- 
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